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lo On 10 April 1951, 22 nor/ and 5 used riaxinun load locomotives with 
covered funnels wore seen on a siding near Uckro ; , Brandenburg, 

T^o occupied cabooses were also noticed there* W 

2* On 19 April l?5l, 22 typo locomotives and 10 occupied cabooses 
were seen on a siding of Beoskox? railroad station* ‘ 

3* * n 1, ' 3to April 1951, 28 locomotives, all of them marked "Column 9 n in 
ororman and Russian, ware seen at the Uckro railro -d station© I 


I Ooment© Confirms the presence of the locomotives of deactivated 

> comotive Column Ho 9 in Uckro up to late April ipffU f 


I iCommento Refer s to the locomotives of deactivated Loco: 30 tive Column 

. | 
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